Clyde “Skip” Battin (sometimes - like here - spelled Battyn) - (born February 18, 1934 in Gallipolis, Ohio, died 
July 6, 2003 in Salem, Oregon) 
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1074 Battin, Skip She Acts Like We Never Met/ 

Searchin’ Groove Records 0055 (US) 1964 

Leon not audible - buried in the mix? Clyde “Skip” Battin offormer Skip and Flipfame 
(with Gary Paxton as Flip) and later of Byrds fame playing bassfrom 1970-73. 

Nice up-tempo arrangements by Al Schmidt. A maybe. 



